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FORMAL OPERATION EXCEPT at 20 MINUTES AFTER TAKE OFF WHEN 
THE FIL0T FE,SHED AU * ok THE SECOND CHIRP HAD A HOLE IN THE 

center of the transmission and the third chirp was very short 
***** THm XHIS ALL CHIRPS W»E NORMAL AND FULL DURATION* 
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